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[November 


Cirsium Eatoni (Gray), comb. nov. Cirsium criocrphalum, var. 
leiocephahim I). C. Eaton in Wats. Rot. King Exp. 19(> (1871). Cir- 


fol i 


C. Eaton, 1. e. 194 (in part), not DC. Cirsium 


Drummondii D. C. Eaton, 1. c. 195 (in part), not Torr. & Gray. Car- 
dim# Iciocrphalus (D. C. Eaton) Heller, Cat. N. A. PI. 7 (1898). 

plattense (Rydb.) Fernald in herb. Carduus plattonsis 


Cirsium plattense (Rydb.) Fernald in herb. 
Rydb. Contrib. U. S. Nat. Herb. iii. 107. t. 2 (1895). 


Anthyllis Vulneraria at Cromwell, Connecticut. 


I 


am 


glad to record the occurrence of Anthyllis Vulneraria L. (Kidney 
Vetch) along a roadside in the town of Cromwell, Connecticut. It 
was first noticed on June 20, 1910, and again on June 10, 1911. The 
plant is decidedly rare in America and its presence in this locality is 
due, no doubt, to the neighborhood of the extensive greenhouses of 
Mr. A. N. Pierson, who is a large importer of plants and bulbs. Often 
at the close of the season the old potting soil is scattered on the land. 
There are several roots of the .Anthyllis and it is hoped that it will 
continue to thrive in this localitv.— Florence C. Hubbard, Crom- 
well, (’onnecticut. 
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